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1. There may be some interest at Headquarters in 
the attached report on the current physical condition of 
Otto SKORZSNY* The roport suggests that SKORZSNY v s days 
may be numbered because ho has cancer. 

2. The re nor t was prepared at the station’s request ' 

by C- S2 , a contract employee of the local r 

J 7 or i ice, who recently had contact. > 
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